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Background.—Coronavirus disease 2019 (COVID-19) is an emerging infectious disease of pandemic proportions. Healthcare 
workers in Singapore working in high-risk areas were mandated to wear personal protective equipment (PPE) such as N95 face 
mask and protective eyewear while attending to patients. 

Objectives.—We sought to determine the risk factors associated with the development of de novo PPE-associated headaches 
as well as the perceived impact of these headaches on their personal health and work performance. The impact of COVID-19 
on pre-existing headache disorders was also investigated. 

Methods.—This is a cross-sectional study among healthcare workers at our tertiary institution who were working in high- 
risk hospital areas during COVID-19. All respondents completed a self-administered questionnaire. 

Results.—A total of 158 healthcare workers participated in the study. Majority [126/158 (77.8%)] were aged 21-35 years. 
Participants included nurses [102/158 (64.6%)], doctors [51/158 (32.3%)], and paramedical staff [5/158 (3.2%)]. Pre-existing 
primary headache diagnosis was present in about a third [46/158 (29.1%)] of respondents. Those based at the emergency de- 
partment had higher average daily duration of combined PPE exposure compared to those working in isolation wards [7.0 (SD 
2.2) vs 5.2 (SD 2.4) hours, P < .0001] or medical ICU [7.0 (SD 2.2) vs 2.2 (SD 0.41) hours, P < .00011. Out of 158 re- 
spondents, 128 (81.0%) respondents developed de novo PPE-associated headaches. A pre-existing primary headache diagnosis 
(OR = 4.20, 95% CI 1.48-15.40; P = .030) and combined PPE usage for >4 hours per day (OR 3.91, 95% CI 1.35-11.31; 
P = .012) were independently associated with de novo PPE-associated headaches. Since COVID-19 outbreak, 42/46 (91.3%) 
of respondents with pre-existing headache diagnosis either “agreed” or “strongly agreed” that the increased PPE usage had 
affected the control of their background headaches, which affected their level of work performance. 

Conclusion.—Most healthcare workers develop de novo PPE-associated headaches or exacerbation of their pre-existing 
headache disorders. 
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INTRODUCTION 

In late December 2019, reports emerged from the 
city of Wuhan, in Hubei Province, China, of a clus- 
ter of severe acute respiratory illness.” By January 
2020, the condition now known as coronavirus dis- 
ease 2019 (COVTD-19), attributed to the severe acute 
respiratory syndrome coronavirus 2 (SARS-CoV-2), 
had rapidly spread from Wuhan to other regions.” 
As of March 11, 2020, China has reported a total 
of 80,955 COVID-19 confirmed cases. Outside of 
China, more than 37,300 cases have been identified 
across 113 countries or territories.* The Ministry of 
Health (MOH), Singapore, shifted its public health 
response level to enhanced preparedness on January 
23, 2020 when it detected the first imported case of 
COVID-19.° It was subsequently followed by new 
cases among other visitors and returnees as well as 
community transmission.”” On January 7, 2020, 
the level of Disease Outbreak Response System 
Condition (DORSCON), a color-coded framework 
that assesses the severity of a pandemic in Singapore, 
was changed from yellow to orange, with an escala- 
tion of measures instituted to contain the disease.‘ 
As of March 11, 2020, Singapore has reported a total 
of 178 COVID-19 cases, with 11 cases seen at our 
institution thus far.“ During the escalation of the 
COVID-19 outbreak in Singapore, frontline health- 
care workers in all major hospitals were mandated to 
wear personal protective equipment (PPE), while car- 
ing for suspected or confirmed COVID-19 patients, 
which involved the donning of close-fitting N95 face 
masks, protective eyewear (mainly goggles), gowns, 
surgical gloves, and the use of powered air-purifying 
respirators (PAPR). In real world practice, donning 
of the PPE is often felt cumbersome and uncomfort- 
able by the frontline healthcare workers,” especially if 
a long period of exposure to such equipment is nec- 
essary during the outbreaks of emerging infectious 
diseases.” 

Headaches arising from the sustained compres- 
sion of pericranial soft tissues by donning of objects 
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with tight bands or straps around the head (eg, hat, 
helmet, googles worn during swimming or diving, or 
frontal lux devices) have been previously reported in 
the literature.” "” Apart from the mechanical effects, ad- 
verse effects such as difficulty breathing has also been 
reported.! However, the scientific literature related to 
the PPE-associated headaches, specifically the com- 
bined usage of the N95 face mask and protective eye- 
wear (specifically googles) is scarce. A previous study 
among healthcare providers vvearing the N95 face 
mask during the 2003 severe acute respiratory distress 
syndrome (SARS) epidemic in Singapore reported nevv 
onset face mask-associated headaches vvith a prev- 
alence rate of 37.3%.'° Another study among nurses 
vvorking in a medical intensive care unit reported head- 
ache as one of the main factors accounting for sub-op- 
timal N95 face mask compliance./” Previous reports 
highlighted that pain or discomfort (headache, facial 
pain, and/or ear lobe discomfort) arising from tight-fit- 
ting face masks as well as elastic head straps resulted in 
İlmited tolerability when the N95 face mask was used 
for a prolonged period. 222 

The current COVID-19 outbreak in Singapore 
provided us a unique opportunity to study the as- 
sociation of PPE exposure and headaches (HAPPE 
study) — either vvith the use of N95 face mask alone or 
in combination with protective eyevvear (mainly gog- 
gles). VVe hypothesized that the increased duration 
of PPE exposure predisposed to the development of 
de novo PPE-related headaches as well as leading to 
the exacerbation of pre-existing primary headache 
diagnosis. We evaluated the prevalence and charac- 
teristics of de novo headaches associates with PPE 
exposure (specifically N95 face mask and/or protec- 
tive eyewear) among healthcare workers in our insti- 
tution. In addition, we evaluated the impact of PPE 
usage on pre-existing headache disorders, identified 
risk factors for the development of PPE-associated 
headaches and evaluated the overall impact of head- 
aches during COVID-19 on the work performance of 
healthcare workers. 
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METHODS 

This study was performed at the National 
University Hospital (NUH), a tertiary referral center 
located in the western region of Singapore. During 
COVTD-19, the usage of PPE vvas mandated in front- 
line healthcare workers based in high-risk hospital 
areas in our institution such as the isolation vvards 
(designated as “pandemic vvards”), emergeney rooms 
(equipped with a fever facility), and the medical in- 
tensive care unit (MICU). This was a cross-sectional 
study, which was conducted from February 26 to 
March 8, 2020, shortly after the surge in COVID-19 
cases in Singapore, with a level of uncertainty about 
the duration of this outbreak. Participants were in- 
cluded if they were aged 21 years or more, able to un- 
derstand English, and were healthcare workers based 
primarily in the aforementioned high-risk hospital 
areas. Written informed consent was taken and the 
study was approved by the local institutional review 
board. As there were no previous studies in similar 
populations available before study initiation, no for- 
mal sample size calculation was performed. Taking 
into consideration institutional infection control 
policies, a target sample size of 150 participants was 
deemed reasonable for recruitment. The authors in- 
volved in this study were themselves rostered to these 
high-risk areas during the period of the study and 
recruited participants in their respective areas. The 
number of potential participants in each high-risk 
hospital area at any point of time was known to the 
authors, given that healthcare workers were segre- 
gated by wards without inter-ward movement, in ac- 
cordance with the infection control policy that was 
enforced during COVID-19 outbreak. This facili- 
tated the recruitment of participants in the respective 
high-risk hospital areas and ensured that the sample 
was representative of all individuals working in this 
setting. 

All participants completed a self-administered 
questionnaire written in English. The questionnaire 
comprised of 6 main sections which acquired the 
following information: (1) demographics (gender, 
age, ethnicity, occupation, and department), (2) past 
medical history, (3) PPE usage patterns since the 
start of COVID-19 in Singapore (N95 face mask 
and protective eyewear type, primary location where 
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PPE was worn, average number of hours of each 
equipment used in isolation and together per day 
and during previous 30 days period, personal views 
on the change in usage frequency since COVID-19 
outbreak), (4) phenotype and characteristics of any 
pre-existing primary headache disorder (changes in 
headache frequency, attack duration and frequency 
of acute medication usage), (5) personal views re- 
garding the changes in characteristics of any pre-ex- 
isting primary headache disorder since COVID-19, 
and (6) the phenotype, characteristics and personal 
views on de novo PPE-associated headaches. In addi- 
tion, we also assessed the perceived impact of PPE- 
associated headaches on overall work performance 
(Supporting Appendix S1). 

At our institution, 2 types of National Institute 
for Occupational Safety and Health (NIOSH) certi- 
fied 3M" N95 face masks are widely used, with the 
specification to filter out 95% of particles with a 
size greater than 0.3 microns. By definition, the don- 
ning of full PPE necessitates the use of a pre-fitted 
size-appropriate N95 face mask rather than a surgical 
mask.’ All healthcare workers at our institution un- 
derwent mandatory annual fit tests to select the right 
size of the N95 face mask. When properly fitted, the 
N95 face mask forms a tight seal against the wear- 
er’s face to provide respiratory protection. Protective 
goggles that provide splash protection against biolog- 
ical materials are also widely available and are used 
by the vast majority of healthcare workers instead of 
face-shields/visors, while working in high-risk areas 
(Fig. 1). 

Statistical Analyses.—Descriptive analyses were 
used to study baseline characteristics. Variables that 
were measured on the ordinal scale were compared 
using a Mann-Whitney U test and summarized us- 
ing median (IQR). Interval level data were com- 
pared using a t test and described using mean (SD). 
Chi-square analyses were used to compare nominal 
demographic data and PPE usage patterns across 
2 groups (respondents with and without de novo 
PPE-associated headaches). To maximize sensitivi- 
ty, variables with a univariable association of P < .2 
were included as candidates into a multivariable 
logistic regression model. Predictor variables that 
were significant at P < .05 were retained in the 
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Fig. 1.—Frontal and side profiles of a healthcare working wearing N95 face mask and protective googles in combination (a-d). 
Alternatively, a face-shield or visor may be worn in combination with a N95 face mask (e,f). Posterior profile (g). Note where the edges 
of the N95 face mask and googles contact the head (including face). The figure also illustrates the positioning of the various elastic 
straps from the PPE upon the head (including face) and upper cervical region. [Color figure can be viewed at wileyonlinelibrary.com] 


multivariable model. Multivariable logistic regression 
analyses were performed to identify the independent 
variables associated with the development of de novo 
PPE-associated headaches. A 2-way ANOVA test was 
conducted to test for differences in the mean hours 
per day of PPE exposure at various high-risk areas 
(isolation/pandemic wards, ED, and MICU) and fur- 
ther post hoc comparisons were performed using the 
Tukey test to adjust for multiple comparisons. When 
parametric tests were employed, assumptions of nor- 
mality were verified using Q-Q plots and histograms. 
Statistical significance was set at P < .05. All anal- 
yses were 2-tailed. All statistical analyses were per- 
formed using the SPSS statistical package program 
version 25.0 for Windows (SPSS Inc, 2003, Chicago, 
IL, USA). 


RESULTS 

A total of 160 frontline workers were invited to 
participate in the study, with 158 agreeing, giving an 
overall response rate of 98.7%. The majority of study 


respondents were female [111/158 (70.3%)], aged 
21-35 years [126/158 (77.8%)], and of Chinese ethnic- 
ity [92/158 (58.2%)]. Nurses contributed most [102/158 
(64.6%)| followed by doctors [51/158 (32.3%)] and par- 
amedical personnel [5/158 (3.2%)]. (Table 1). Out of 
158 subjects, a pre-existing primary headache diagno- 
sis was present in 46 respondents (29.1%). Other non- 
headache related concomitant co-morbidities were 
present in 27 (17.1%) participants (Table 2). There were 
no missing data. 

PPE Usage Patterns.—All 158 healthcare workers 
reported that there was an increased frequency of PPE 
exposure since the COVID-19 outbreak in Singapore. 
On average, respondents donned the N95 face mask 
for 18.3 days over the 30-day period, with a mean of 
5.9 hours per day. Goggles were used as protective 
eyewear in the majority [153/158 (96.8%)]. Protective 
eyewear was worn on an average of 18.2 days over the 
30-day period, with a mean of 5.7 hours per day. The 
combined use of N95 face mask and protective eyewear 
was worn for an average of 18.0 days over 30 days, with 
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Table 1.—Baseline Characteristics of Healthcare VVorkers 
in High-Risk Areas VVho Donned PPE During COVID-19 
(n = 158) 


Characteristics Healthcare Workers N (%) 





Female Gender 111 (70.3) 
Age (years) 
21-40 138 (87.3) 
>40 20 (12.7) 
Ethnicity 
Chinese 92 (58.2) 
Indian 18 (11.4) 
Filipino 23 (14.6) 
Malay 15 (9.5) 
Others 10 (6.3) 
Occupation 
Doctor 51 (32.3) 
Nurse 102 (64.6) 
Paramedical personnel 5 (3.2) 
Department 
Internal medicine 33 (20.9) 
Emergency department 56 (35.4) 
Nursing 63 (39.9) 
Medical intensive care unit 6 (3.8) 


Table 2.—Pre-Existing Primary Headache Diagnosis and 
Other Co-Morbidities Among Healthcare Workers (n = 158) 


Condition Healthcare Workers N (70) 





Pre-existing primary headache 46 (29.1) 
diagnosis 
Migraine 30 (19.0) 

Without aura 26 (16.5) 
With aura 4 (2.5) 

Tension-type headache 16 (10.1) 
Cluster headache 0 (0.0) 

Other background medical 27 (17.1) 
conditions 
Asthma 8 (5.1%) 
Ankylosis spondylitis 1 (0.6) 
Cigarette smoking 2 (1.3) 
Depression 1 (0.6) 
Anxiety 1 (0.6) 
Diabetes mellitus 1 (0.6) 
Eczema 2 (1.3) 
Fatty liver 1 (0.6) 
Hypertension 2 (1.3) 
Hypothyroidism 1 (0.6) 
Hyperthyroidism 2 (1.3) 
Hyperlipidemia 1 (0.6) 
Ischemic heart disease 1 (0.6) 
Stroke 1 (0.6) 
Ventricular septal defect 2 (1.3) 
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Table 3.—PPE Usage Patterns Among Healthcare Workers 
During COVID-19 Outbreak (n = 158) 


Characteristics Healthcare Workers N (%) 





N95 face mask 


Type 1 (3M_ NIOSH 1860S) 144 (91.1) 

Type 2 (3M® NIOSH 14 (8.9) 
1870 + Aura) 

Number of days worn over last 18.3 + 5.1 
30 days (days) (mean + SD) 

Number of hours worn per day 5.9 + 2.4 
(hours) (mean + SD) 

Protective eyewear 

Goggles 154 (97.5) 

Face shield/visor 4 (2.5) 

Number of days worn over last 18.2 + 5.3 
30 days (days) (mean + SD) 

Number of hours worn per day 5.7 z 2.5 


(hours) (mean + SD) 
Combination N95 face mask and eyevvear usage 


Number of days worn in combi- 18.0 + 52 
nation over last 30 days (days) 
(mean + SD) 

Number of hours worn in 5.7 + 2.5 


combination per day (hours) 
(mean + SD) 
Primary location where PPE was used by healthcare workers 


Isolation wards (designated 96 (60.8) 
“pandemic wards”) 

Emergency department 56 (35.4) 

Medical intensive care unit 6 (3.8) 


Change in the frequency of PPE usage since the COVID-19 
outbreak 


Significant increase in frequency 137 (86.7) 
Slight increase in frequency 21 (13.3) 
No change in frequency 0 (0.0) 


a mean of 5.7 hours per day (Table 3). Two-way ANO- 
VA test with post hoc Tukey’s test revealed that across 
departments, healthcare workers based at the ED had 
higher average daily duration of PPE exposure com- 
pared to those working in isolation wards [7.0 (SD 2.2) 
vs 5.2 (SD 2.4) hours, P < .0001)] or MICU [7.0 (SD 
2.2) vs 2.2 (SD 0.41) hours, P < .0001)] (Fig. 2). How- 
ever, there was no statistically significant difference 
when PPE exposure over a 30 days period was com- 
pared between high-risk areas (Fig. 2). 

De Novo PPE-Associated Headaches.—Of the 
158 respondents, 128 (81.0%) reported de novo PPE- 
associated headaches when they wore either the N95 
face mask, with or without the protective eyewear. All 
respondents described the headaches as bilateral in 
location. Figure 3 illustrates the summated anatomical 
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Fig. 2.—Two-way ANOVA analysis of PPE exposure per day (mean hours per day) across the various high-risk areas during 
COVID-19. ED: emergency department, MICU: medical intensive care unit. 
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Fig. 3.—Anatomical localization and frequency distribution among 128 respondents who reported de novo PPE-related headaches. 
All respondents (n = 158) completing the questionnaire were asked to shade the areas where pain, pressure or compression from the 
respective PPE was experienced if this was present. [Color figure can be viewed at wileyonlinelibrary.com] 
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localization of headaches (marked by the study partic- 
ipants) and the corresponding frequencies of occur- 
rence according to PPE subtype. Interestingly, the loca- 
tion of the discomfort experienced by the participants 
corresponded to the areas of contact from the face 
mask or goggles and their corresponding head straps. 
The majority [112/128 (87.5%)] reported a sensation of 
pressure or heaviness at the affected sites, with some 
[15/128 (11.7%)] characterizing it as a throbbing or 
pulling pain [1/128 (0.8%)]. 

The time interval between donning of N95 face 
mask or protective eyewear to the onset of head- 
ache was less than 60 minutes for the majority of 
respondents [104/128 (81.3%)] and [113/128 (88.3%)], 
respectively). After removal of PPE, the attributed 
headache resolved spontaneously within 30 minutes in 
the majority for both N95 face mask [113/128 (88.3%)] 
and protective eyewear [114/128 (89.1%)] (Table 4). 

Majority of the respondents reported an attack 
frequency of 1-4 days [49/128 (38.3%)] over a 30-day 
period. Headache intensity was graded as mild by 92 
out of 128 (71.9%) respondents. Associated symptoms 
were experienced by 30 out of 128 (23.4%) respondents, 
and comprised of nausea and/or vomiting, photopho- 
bia, phonophobia, neck discomfort, and movement 
sensitivity. 

During an attack, the majority [88/128 (68.8%)] 
did not need acute analgesic treatment. Among the 
remaining participants, paracetamol was most fre- 
quently used drug, followed by non-steroidal anti-in- 
flammatory drugs (NSAIDS). Triptans and opioids 
were used rarely. 

Among those who took analgesics, the majority 
[38/40 (95.0%)] used them with a frequency of 1 to 9 days 
per month. Over a 30-day period, between | and 4 days 
of sick leave attributed to de novo PPE-associated head- 
aches were taken only by 9 [9/128 (7.0%)] respondents. 

Headaches were attributed as “likely” by 68 out 
of 128 (53.1%) respondents due to the N95 face mask, 
while protective eyewear was reported as the “likely” 
cause of headache in 66 out of 128 (51.6%) respondents. 
Donning of both the N95 face mask and protective eye- 
wear was deemed the “likely” cause of the headache in 67 
out of 128 (52.3%) participants. The majority [106/128 
(82.8%)] opined that PPE-associated headaches resulted 
in a “slight decrease” in work performance. 
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Table 4.—Time Interval Between Wearing or Removal 
of PPE and the Onset or Resolution of De Novo PPE- 
Associated Headaches (n = 128) 


Variable Value 





Time interval between wearing N95 face mask to onset of 
headache (minutes), N (%) 
<10 


27 (21.1) 
11-20 28 (21.9) 
21-30 19 (14.8) 
31-40 19 (14.8) 
41-50 11 (8.6) 

51-60 0 (0.0) 

61-120 24 (18.8) 


Time interval between wearing protective eyewear to onset of 
headache (minutes), N (%) 


<10 29 (22.7) 
11-20 30 (23.4) 
21-30 24 (18.8) 
31-40 22 (17.2) 
41-50 8 (6.3) 

51-60 0 (0.0) 

61-120 15 (11.7) 


Time interval from removal of N95 face mask to resolution of 
headache (minutes), N (%) 


<10 77 (60.2) 
11-20 22 (17.2) 
21-30 14 (10.9) 
31-40 4 (3.1) 
41-50 5 (3.9) 
51-60 0 (0.0) 
61-120 6 (4.7) 


Time interval from removal of protective eyewear to resolution 
of headache (minutes), N (70) 


<10 81 (63.3) 
11-20 16 (12.5) 
21-30 17 (13.3) 
31-40 5 (3.9) 
41-50 6 (4.7) 
51-60 0 (0.0 
61-120 3 (2.3) 


Study participants vvith a pre-existing primary 
headache diagnosis (OR = 3.44, 95%; CI 1.14-10.32; 
P = .013) and those working in the emergency depart- 
ment (OR = 2.39, 95% CI 1.05-5.47; P= .019) were more 
likely to develop de novo PPE-associated headaches. 
None of the pre-existing headache subtype was found 
to predispose to de novo PPE-associated headaches. 
When PPE usage patterns were evaluated, N95 face 
mask (OR = 1.59, 95% CI 1.15-2.18; P < .001), protec- 
tive eyewear (OR 1.60, CI 1.13-2.25; P < .001) or using 
them together (OR = 1.50, 95% CI 1.09-2.07; P = .002) 
for >4 hours per day had a higher chance of developing 
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such headaches. Similar patterns were observed with 
the headache frequency of >15 days per month with 
the use of N95 face mask (OR = 1.34, 95% CI 0.96- 
1.86; P = .043), protective eyewear (OR = 1.50, 95% CI 
1.03-2.18; P = .013), or both together (OR = 1.47, 95% 
CI 1.01-2.13; P = .016) (Table 5). 

Post hoc multivariable logistic regression analysis 
revealed that a pre-existing primary headache diagno- 
sis (OR = 4.20, 95% CI 1.48-15.40; P = .030), as well 
as the combined use of N95 face mask and eyewear 
for >4 hours per day (OR 3.91, 95% CI 1.35-11.31; 
P = .012) was independently associated with devel- 
oping de novo PPE-associated headaches. Due to 
multi-collinearity, the effect of only N95 face mask use 
and its use in combination with protective eyewear was 
analyzed in2 separate models for evaluating their role 
in the development of de novo PPE-related headaches 
(Table 6 and Supporting Appendix S2). 

PPE-Associated Headaches Fulfilling ICHD-3 
(2018) Diagnosis of 4.6.1 External Compression Head- 
ache.—The time interval between donning the N95 
face mask to headache commencement was observed 
to be <60 minutes in majority [104/128 (81.3%)] of the 
respondents. Similar time interval of <60 minutes was 
reported by 122 out of 128 (95.3%) respondents for 
spontaneous headache resolution after removing the 
N95 face mask. High proportion of respondents devel- 
oped headache within 60 minutes of donning the pro- 
tective eyewear [113/128 (88.0%)] and had headache 
resolution within the same period after its removal 
[124/128 (97.7%)]. 

The ICHD-3 criteria for ECH were satisfied in 
majority of respondents who developed de novo 
PPE-associated headaches attributed to the N95 face 
mask [96/128 (75.0%)] and to protective eyewear usage 
[106/128 (82.8%)] (Table 7). 

Pre-Existing Headache Diagnosis and Concomitant 
De Novo PPE-Related Headaches.—Of the 46 partic- 
ipants with pre-existing primary headache disorder 
(migraine with or without aura and tension-type head- 
ache), 43 (93.5%) experienced concomitant de novo 
PPE-associated headaches since the start of COVID-19. 
Majority of these respondents [37/43 (86.0%)] devel- 
oped episodic headaches (<15 days per month). The 
mean duration of each attack was 3.5 + 4.1 hours. 
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None of these participants were on regular preventive 
treatment and acute analgesic treatment was used by 
31 out of 43 (72.1%) respondents. 

Course of Pre-Existing Headaches During 
COVID-19.—Majority of respondents [42/46 (91.39/))| 
with an underlying pre-existing headache diagnosis 
either “agreed” or “strongly agreed” that the increased 
PPE usage aggravated their background headaches in 
terms of frequency and attack duration (Figs. 4 and 5). 
Other important factors that could have potentially 
worsened their pre-existing headaches included sleep 
deprivation [28/46 (60.9%)], physical stress [13/46 
(29.3%)], emotional stress [6/46 (13.0%)], irregular 
meal times [7/46 (15.2%)] and inadequate hydration 
[18/46 (39.1%)]. Nearly half of the respondents indi- 
cated that there was a “slight” or “significant increase” 
[25/46 (53.4%)] in acute medication usage and majori- 
ty of them [41/46 (90.7%)] opined that their work per- 
formance was adversely affected “slightly” or “signifi- 
cantly.” 


DISCUSSION 

Our study describes de novo PPE-associated 
headaches among frontline healthcare workers in 
Singapore during the current COVID-19 outbreak. 
Nearly 82% of respondents developed de novo PPE- 
associated headaches. The combined exposure to N95 
face mask and protective eyewear use for >4 hours 
per day and those who had a pre-existing headache 
diagnosis had a greater likelihood of developing such 
headaches. 

Our findings are in agreement with the report by 
Lim et al, albeit for N95 face mask exposure only. 8 
Not surprisingly, doctors and nurses working in high- 
risk hospital areas, especially at the emergency depart- 
ment, had a greater risk for the development of such 
headaches. Nearly 70% of our cohort did not require 
any acute analgesic treatment for their de novo PPE- 
associated headaches, which is contrary to the previ- 
ously reported use of up to 60%.'° This could have 
occurred due to the infrequent episodic headaches in 
our cohort, which were mild in intensity. However, a 
large proportion of our participants experienced at 
least a “slight” decreased work performance, under- 
scoring the potential impact on occupational health 


May 2020 


872 


*(с̧) = d J 30 82110815 A/eənsne?s) səsAyeue ərenbs-ru?.i, 
"sıynsəz JUROTTUSIS A4eənsnes, 





(0:09) SI (9:97) pE s&ep J-E 

+9 10" (€ VC-10"D Lr (010) SI (EL) y6 Shep ç[< 

puou səd 
əsn ILIM PUL 9801 IVJ ç6N pəulquoə yo Хәпәпбәјд 

(Eet) 61 (8”F1) 61 smourt-I 

*200 (L0°7-60'1) 0611 (L°9S) LI (298) 601 smou r< 

Хәр səd 
əsn TEƏAMƏ,Ə PUL YSPUT IDV] ç6N pəulquroə yo uonupinGT 

(0709) SI (0752) 22 s/ep ç1-€ 

26107 (8172-6011) 0€”1 (0:09) SI (082) 96 skep с̧ј 
yjuow səd əsn rvamade ƏAn231oid Jo ASuənbəxr,] 

(97) yl (891) 61 smoy p- 

*100`> (S 6 UD 0971 (ees) 91 (298) 601 smou p< 
Aep qəd əsn reƏAƏKƏ9 9A1999}01d Jo uone nq 

(Eep) 61 (Tro) IE s&ep ç [-£ 

*£r0' (981-960) PEI (.79$) LI (8°SL) L6 skep с̧ј 
puou qəd 1vaM Yseul 30V] ç6N JO AScuənbər, 

(eer) 61 (TOI) çI smour-I 

*100`> (87-S UD 6S'1 (L79$) LI (8°68) SII smoy p< 
Kep qəd TeƏA Yseul 3J ÇEN JO uonemq 
ETO (TEOLT D rr £ (0701 £ (9 ££) EF sisousprp syoepeay Areurrd Sünsixə-əlq 

(£ £8) 2 (209) LL NOI “Sursınu SUPU SIJO 

+610 (İy S-S0”1) 62 (U91) $ (8166) IS üəunredəp AouəS1rəurq 
ӰЈӘҸЈОМ ӘЈРОҸ1|РӘҸ̧ yo 1uəunipdəp SUNLUISIIO 
rir (09°S-L$'0) 081 (0101) £ (0191) 62 вәттридјоти-оә SUA pun 

(L'9) 7 (€) ç Js |әәгрәпләјед 

IEC (9171-8670) 071 (66) 82 (LLO) STI вәблпи pu siolpoq 
uonedns99 

(660 OL (8 €) 9S ƏsəurqO-uoN 

otr (ET I-€9'0) 1870 (199) 02 (690) ZL əsəuru? 
Киоппдд 

(0701 £ (CED LI mə 

OLL’ CGT I-80) 9610 (0:06) /2 (2'98) III 0Р-12 
(s1224) oy 
086 (251-080) PIT (6769) 61 (612) 26 әјәитәј сәрпәс) 
fon[eA-d (ID %S6) ҸО (%) 0£ = N бәҹ̧әррәән (%) 821 = N зәҹ̧әррәән səlqELTEA OludeISouroq 


PaRPA-Jdd OAON 2q MONM 


pəyerəyl-Hdd OAON әда WM 


(891 = u) səqərpeəH PHLPOSSV-Add OAON IA )noqtAA PUL YM S)üəpuodsəşi ul (əöesn) Add pue 
‘sisousviq, IYILpLIH Алепилд SUISIXY-I1g “əğesn Add JO VONLIOT Алвиплд ‘SAQLA әпијФәлдотәсј) S10}IVY JO SISATEUV uorsə19əz INSIZOT ӘЈЕТЛРАТИЈЈ —"С̧ AQEL 


Headache 873 


Table 6.—Multivariable Logistic Regression Analysis of Independent Factors and PPE Usage Patterns Associated VVith the 
Development of De Novo PPE-Associated Headaches (N = 158)t 





Demographic Variables Odds Ratio (95% Confidence Interval) P-Value 
Female gender 0.88 (0.33-2.34) .790 
Age (years) 
21-40 0.49 (0.11-2.12) .337 
>41 
Ethnicity 
Chinese 0.69 (0.27-1.79) .454 


Others: Indian, Malay, Filipino, Caucasian, etc 
Originating department of healthcare workers 


Emergency department 2.60 (0.84-8.03) .087 
Others: medicine, nursing, ICU 
Pre-existing primary headache diagnosis 4.20 (1.48-15.40) .030* 
Duration of combined N95 face mask and eyewear use per day 
>4 hours 3.91 (1.35-11.31) .012* 
1-4 hours 


*Statistically significant results. 
TDue to multi-collinearity of variables (“duration of combined N95 face-mask & eyewear use per day” and “duration of N95 face- 
mask use per day), they were analyzed in 2 separate models, including only one of these variables in each model. 


Table 7.— International Classification of Headache and productivity. We hypothesize that the headache 
Disorders, 3rd Edition (ICHD-3) (2018) Criteria for 


frequency, severity, use of analgesics, and work perfor- 
External Compression Headache q M > 8 р 


mance may worsen if the current COVID-19 outbreak 
is sustained for a longer time. Perhaps, shorter duty 


1. At least 2 episodes of headache fulfilling criteria 2-4 shifts and the resultant shorter duration of PPE use 

2. Brought on by and occurring within | hour during : . : 
sustained external compression of the forehead or scalp might be a better strategy to avoid the adverse impacts 

3. Maximal at the site of external compression of PPE usage. 

4. Resolving within 1 hour after external compression is 


lent The pathogenesis of de novo PPE-associated head- 
5. Not better accounted for by another ICHD-3 diagnosis aches could possibly have several etiological consider- 
ations, which include mechanical factors, hypoxemia, 
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Fig. 4.—Extent of change in the average number of headache days per month in those with a pre-existing headache diagnosis (a), and 
the perceived relationship of this change attributable to PPE use (b). 
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Fig. 5.—Extent of change in average attack duration in those with a pre-existing headache disorder (a), and the perceived relationship 


of this change attributable to PPE use (b). 


hypercarbia, or the associated stress.'’*’ The pheno- 
typic findings from our study suggest an anatomic basis 
for the headache or facial pain from PPE usage (Figs. 1 
and 3). Pressure or tractional forces from the mask 
and/or goggles together with the accompanying straps 
may lead to local tissue damage and exert an irritative 
effect on the underlying superficial sensory nerves (in 
particular trigeminal or occipital nerve branches) in- 
nervating the face, head, and cervical region (Fig. 6)? 
The cervical neck strain from donning the equipment 
could have led to the development of cervicogenic 
headache or tension-type headache (TTH)”?”” The 
peripheral sensitisation may activate the trigeminocer- 
vical complex through nociceptive information trans- 
mitted via different branches of the trigeminal nerve 
through the trigeminal ganglia and brainstem to the 
higher cortical areas thereby triggering the headache 
attacks coronavirus disease 20197°° Alternatively, a 
neuralgia with transient effects on the underlying su- 
perficial sensory nerves could have occurred, although 
other reasons were more likely as most respondents did 
not report characteristics suggestive of a neuropathic 
process.” These etiological reasons could perhaps ex- 
plain why a large proportion of those with pre-existing 
primary headache disorders and concomitant de novo 
PPE-associated headaches reported an increase in the 
average number of headache days over a 30 day period, 


(C2) 


TON 
(C2) 


LON 
(C2) 


Dorsal rami 
cervical 
spinal 
nerves 


Cervical plexus 





Fig. 6.—Sensory innervation of the head. Auriculotemporal 
nerve (AT); deep branch of the supraorbital nerve (SON-D); 
greater occipital nerve (GON); infratrochlear nerve (ITN); lesser 
occipital nerve (LON); mandibular branch of the trigeminal 
nerve (V3); maxillary branch of the trigeminal nerve (V2); 
nasal nerve (NN); ophthalmic branch of the trigeminal nerve 
(V1); superficial branch of the supraorbital nerve (SON-S); 
supratrochlear nerve (STN); third occipital nerve (TON); 
zygomaticotemporal nerve (ZTN). [Color figure can be viewed 
at wileyonlinelibrary.com] 


with the perception that this change was probably at- 
tributable to the PPE. 

Depending on the subtype of PPE exposure, the 
majority of respondents with de novo PPE-associated 
headaches fulfilled the ICHD-3 criteria for external 
compression headache (ECH) (Table 7) coronavirus 


Headache 


disease 2019 5 A lower proportion of participants in 
our study had a pre-existing primary headache disor- 
der, and thus the fulfillment of the ICHD-3 criteria 
for ECH was predictable in those who developed de 
novo PPE-associated headaches. We observed that in 
some participants the “on-gear-to-start-of-headache” 
and “off-gear-to-end-of-headache” intervals exceeded 
the 60-minutes limit as stipulated in the criteria. Our 
study found that responders with a combined expo- 
sure to N95 face mask and protective eyewear use for 
>4 hours per day were predisposed to the development 
of such de novo headaches. The increased duration of 
PPE exposure among frontline healthcare workers 
during COVID-19 is brought about by necessity as 
mandated by infectious diseases protocols, which is a 
clear departure from prior usage patterns before the 
start of the pandemic. Despite any discomfort, our 
subjects may have had to endure varying degrees of 
pain during their working hours, without the option 
of frequent adjustments or removal. In contrast, prior 
reports of ECH attributed to exposure to swimming 
googles or head gear were often short-lived, limited 
to approximately an hour, with the duration perhaps 
dictated by when the gear was removed due to any dis- 
comfort experienced by the vvearer.” V.H Additionally, 
up to a quarter of subjects had associated migrainous 
symptomatology such as nausea/vomiting, photo- 
phobia, phonophobia and movement sensitivity. We 
propose that in predisposed patients, if the stimulus is 
prolonged, external compression may lead to a more 
severe migraine headache or even a full-blown mi- 
graine attack.” From a purely anatomic standpoint, 
the report locations where pain is experienced may be 
consistent with migraine or TTH (Figure 3). Perhaps, 
larger field studies are necessary to clarify the pheno- 
typic variance of ECH. 

Since the start of COVID-19 in Singapore, most 
respondents with a pre-existing primary headache dis- 
order experienced an increase in headache frequency, 
mostly attributed to PPE exposure. Other factors such 
as sleep deprivation, physical and emotional stress, ir- 
regular meal times and inadequate hydration contrib- 
uted to this phenomenon. Our findings are in keeping 
with multiple studies demonstrating that the triggers 
in migraine or TTH were often related to a change in 
internal and external homeostasis, underscoring the 
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importance of addressing these factors in optimizing 
headache control, 772531 

VVe recognize that conventional N95 face mask and 
protective eyevvear fit tests consider only the overall fit 
factor and do not take into account the level of com- 
fort or tolerability especially when used for prolonged 
periods of time.*”** Pain or discomfort is often expe- 
rienced from tight-fitting PPE, especially after pro- 
longed use. The current mask and protective eyevvear 
designs rely on elastic head straps to ensure a tight-fit, 
often causing headache, facial pain, and/or ear lobe 
discomfort due to tractional and tensional forces to the 
head. In addition, the PPE leads to thermal discom- 
fort, causing a build-up of moist warm air inside the 
mask and googles.*4 These factors may cause de novo 
PPE-associated headache as well as affect compliance, 
with important ramifications for occupation health, 
workplace safety and productivity, and ultimately job 
satisfaction among healthcare workers. Through novel 
engineering solutions, we envisage that the next gen- 
eration protective face mask and eyewear will have an 
improved design with an emphasis on tolerability, and 
consequently less propensity for headaches.”” 

We acknowledge some limitations of our study. 
First, the sample size may be considered small. 
However, the restrictions imposed by infection con- 
trol protocols during COVID-19 outbreak and bar- 
riers in approaching healthcare personnel working in 
the high-risk areas made it difficult to recruit a larger 
number of participants. Second, since the study was 
performed among frontline healthcare providers based 
in high-risk hospital areas, we could have missed on 
more predisposed personnel who had avoided or been 
excused from working in such areas. Third, other pre- 
disposing factors such as psychological stress and sleep 
disturbances that could have contributed to the devel- 
opment of de novo PPE-associated headaches were 
not assessed in this study. Similarly, other non-PPE-re- 
lated factors such as ambient room temperature and 
humidity were not assessed and may have influenced 
the appeal and use of PPE. For example, healthcare 
workers based at the outdoor ED fever facility tentages 
in a tropical country like Singapore are often subject to 
hot and humid conditions and these unaccustomed en- 
vironmental changes may trigger new onset headaches 
or exacerbate pre-existing headaches. Fourth, we used 
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a self-administered questionnaire, vvhich could have 
been affected by the recall bias. Hovvever, as this study 
was conducted during the zenith of the COVID-19 
outbreak in Singapore, the ongoing exposure to PPE 
vvould have reduced the effect of this bias. Fifth, our 
study did not assess the efficacy of the analgesics used 
for the treatment of de novo PPE-associated headaches. 
Lastly, the anthropometric factors (such as body mass 
index (BMT), facial morphology, contours, presence of 
facial hair) and the head and neck muscle tension due 
to the weight of mask and eyewear were not assessed. 


CONCLUSIONS 

We present the prevalence and characteristics of de 
novo headaches and aggravated pre-existing headaches 
among frontline healthcare personnel working in high- 
risk areas of a tertiary institution during the current 
COVID-19 outbreak in Singapore. The magnitude of 
this condition is clinically significant and might worsen 
if the current outbreak spreads widely and stays for a 
longer time, affecting the work performance of health- 
care workers. Perhaps, better strategies are needed for 
designing various personal protection equipment and 
reducing their exposure time by healthcare workers. 
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